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HEALTH & FAMILY WELFARE DEPARTMENT 


CORRIGENDUM 


The 12th December 2007 


No. 33815 — FW (RCH )-33 /2007 -H.- Prof. ( Dr.) Prafulla Kumar Das , Department of Radio 
Diagnosis , S.C.B. Medical Colleges , Cuttack enlisted at Serial 15 as a Member of the State 
Supervisory Board constituted vide this Department Notification No. 21013/H ., dated the 16th 
August 2007 is replaced by Prof. (Dr. ) Jayshree Mohanty, H.O.D., Department of Radio Diagnosis, 
S.C.B. Medical College , Cuttack with immediate effect. 


By order of the Governor 

A. K. MISHRA 
Joint Secretary to Government 
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